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The radial distance between the center of the universe (site of the "Big Bang") and its 
farthest expanse is roughly 450 light-years in length. This number may or may not change 
with time - depending on God's influence, etc. 

We reside roughly 300 light-years away from this radial center, by the way. Roughly 45 
degrees paramedian to it - to be exact. (Consider a "mid-axial" slice of the universe, then 
imagine Earth at the 4.5 o'clock position relative to its focal center). 
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